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INDUSTRIAL      A  R  T  S 


POWER  MECHANICS 
INTERIM 


Introduction 

Power  Mechanics  is  the  study  of  the  sources  and  transmission  of 
power.    Through  the  reading  and  activities  the  student  will  engage 
in  as  he  progresses  through  these  units  of  study  he  will  gain  a 
concept  of  work,  energy  and  power.    It  is  not  within  the  scope  of 
this  course  to  provide  trades  training  but  rather  to  introduce  the 
students  to  the  broad  scope  of  energy  sources,  its  transmission  and 
application. 

Testing  and  analysis  makes  up  the  core  of  the  program. 
Facilities  and  equipment  must  be  provided  where  such  a  program  as 
outlined  below  can  achieve  the  results  expected. 

The  general  approach  in  the  course  is  that  a  student  studies: 

1.  the  total  system  e.g.  4  cycle  engine 

2.  the  units  that  comprise  the  system:    carburetion,  cooling, 

lubricating 

3.  the  components  that  make  up  the  unit,  types  of  gears, 

bearings,  jets,  etc. 

The  study  itself  is  to  revolve  around  three  basic  topics: 

(a)  Principles  of  operation 

(b)  Control  and  analysis 

(c)  Application 

When  a,  b,  and  c  are  applied  to  the  study  of  1,  2,  and  3  above,  an 
organized  and  systematic  program  can  be  presented. 

Although  four  units  comprise  a  year's  work  these  may  vary  in 
length.    In  some  areas  such  as  turbines  where  equipment  may  not  be 
available  as  much  time  will  not  be  required.    More  time  should  then 
be  spent  on  the  other  units. 

This  Power  Mechanics  course  should  focus  on  the  application  of 
scientific  concepts  in  technology.    Parallels  of  the  utilization  of 
scientific  concepts  should  be  drawn  between  their  use  in  Power 
Mechancis  and  other  technologies  wherever  possible.    Terms  and 
practices  used  should  be  explained  scientifically  and  also  as  they 
apply  to  other  technologies. 
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Specific  Ob.iectives 

1.  To  help  the  student  imderst^^nd  the  many  ba.sic  laws  and 
principles  of  science  at  v/ork  in  Povrer  k'echanics  and  relate 
these  lavrs  and  principles  to  the  vast  area  of  power  technology. 

2.  To  familiarize  the  student  \'i±th  the  construction  and  re- 
quirements of  machines  which  convert  energy  to  useful  work, 

3.  To  develop  problem-solving  related  to  mac  ines  and  their 
operations . 

4.  To  help  the  student  to  understand  the  use^  care  and  control 
of  the  power  machine. 


UNIT  1  —  Power  Sources 

The  first  unit  of  the  grade  ten  Pov/er  Mechanics  course  requires 
a  student  to  study  tv:o  systems  of  power  sources  chosen  from  the  follow- 
ing: 

1.  /|-stroke  cycle  gas 

2.  2-stroke  cycle  gas 

3.  4"Stroke  cycle  Diesel 

4.  2-strcke  cycle  Diesel 

5.  V/ankel  rotary  engine 

Course  Content 

VJhat  the  student  should: 

DO  Know 


Ac  Introduction 


Review  definition  of  work, 
horsepov/er,  torque, '  rev- 
olutions per  minute, 
electrical  power,  mechanical 
power. 


Introduction  to  measurement  of: 
a.    Rotational  power 


1.  Concepts  of  Power 
Concepts  of  work,  energy 
and  power  should  be  iinde]> 
stood. 

Power  (P)  =  Force  (F)  x 
Velocity  (V)  for  linear 
power.     P  =  FV 

2,  a.     Power  (P)  =  Force (F) 

X  Lever  arm(r)  x  Angular 
velocity(w)  for  rotational 
powei- .  P  =  P'rw 


b.     Torque(t)  =  Force  (F)  x 
Lever  arm(r)      t  =''ir 
Rotational  Power  =  t  x  w 


Introduction  (contM.  ) 
~~  DO 


Use  tools  correctly. 
Identify  fastening  methods, 


KN017 


Since  w     2  n  N  where  N 
is  the  number  of 
revolutions 

Then  P  is  also  equal  to 
from  a.     Fr2  nN 
from  b.     t2  nN 


Summarv: 

(l).  P  -  F  T  V  f or  linear 
Rotational  Power  P°^®^ 

(1)  P  -  Frw 

(2)  P  =  Fr2  TTN 

(3)  P  -  t2  nN 


3.     Proper  use  of  tools  and 

fasteners.  Specific  uses 
taught  as  needed. 


B.     Principles  of  Operation 


DO 

1.      Study  cut-away  model  with  aid 
of  instruction  sheet. 


2.      Go  to  small  shop  engine  of 
proper  type  and  read 
operation  instructions. 


3.  Start  and  stop  the  engine. 

4.  Measure  maximum  torque  curve 
on  this  engine  at  full  throttle 
with  varying  loads. 

5.  Compute  power  output  from  torqu< 
curve . 


6.      Study  sub-systems  of  engine  and 
identify  the  parts  and  their 
relationship. 

If  necessary  dismantle  and  re- 
assemble a  shop  engine  of  ^he 
type  being  studied. 


KNOW 

1.  How  this  engine  delivers 
torque.    How  mixture  gets  in 
and  out  of  the  combustion 
chamber;    how  it  is  ignited; 
where  points  of  friction  are. 

2.  Preventive  maintenance  steps 
such  as  how  to  check  oil. 
maximum  revolutions  per  minute, 
starting  and  stopping  procedure. 


4.    Torque  characteristics  for  this 
type  of  engine. 


How  revolutions  per  minute  offset 
power  output. 

Practical  limitations  of  power 
increase  with  speed. 
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B,  Principles  of  Operation  (contM.) 
DO 

7.  Carburetion 

Study  a  fuel  system  to  see: 

a.  where  fuel  comes  in  and  how 
mixture  controlled 

b.  where  air  comes  in 

c.  how  mixture  gets  out  of 
engine 

d.  vary  fuel  ratios  at  carburetor 
or  injector 

see  effect  on  power  output  and/ 
or  fuel  comsumption 

e.  experiment  with  vacuum  gauge  to 
see  effect  of  throttle  on  vacuum. 

f .  test  fuel  pump 

8.  Ignition 


Principles  involved 
Bernoulli  ^  3  Thonr sn 
pressure  differential 
mixing  air  and  fuel 
evaporation  by  raising 

temperature 
evaporation  by  reducing 

pressure 
atomization  by  spraying 
law  of  definite 

proportions 
principles  relevant  to 

the  system  used 

Pressure^  vacuum^  volume 

a.  Principles  of  igniting 
fuel  by: 

(1)  battery  system 

(2)  magneto  system 

(3)  compression  (Diesel) 


a.  Perform  an  experiment  to  find 
effect  of  spark  timing  or 
injection  timing  on  power  out- 
put on  a  test  engine. 

b.  Determine  by  experiment  how 
crankshaft  speed  dictates  when 
fuel  injection  or  the  spark 
should  occur. 


Principles  of  timiK? 
spark  or  injection. 


Lubrication 


b. 


Perform  experiments  with 
friction  to  include  sliding 
and  rolling  friction  with  wet 
and  dry  surfaces. 


Perform  experiments  with 
friction  between  various 
types  of  materials 


c.    Do  dry  and  wet  compression  tests 
on  engine  with  poor  rings. 


c. 


Principles  of  various 
types  of  bearings 

-  plain 

-  roller 

-  ball 

-  taper 

Direction  of  pressure 
on  various  types  of 
bearings. 

Sealing  effect  of  oil. 
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P.r'.inciples_pX  Qp^^^jign  (cont'd.) 


DO  KNQT^f 


d.    i.  ^Hx  mineral  oil  and 
water,  also  mx  M.S. 
oil  and  water. 
Compare  the  results, 
ii.  Mix  oil  with  anti- 
freeze. 


e.     Study  bearing  materials. 


f.     Do  experiments  to  show 
pour  point  and 
viscosity. 


g.     Trace  oil  path  through  the 
engine , 


60     Bearing  materials 

-  dissimilar  metals:  brass 

babbit 

-  synthetics:  nylon 

teflon 

f .  Qualities  and  ratings  of 
oils. 

Selecting  the  right  oil  for 
the  conditions. 
Oil  additives. 

g.  Methods  of  lubrication. 


h.    Run  a  suitable  engine  to  he     Crankcase  dilution, 

demonstrate  crankcase  Crankcase  ventilation, 

dilution. 

10.        Cooling  Systems  .  10. 


Do  an  experiment  to  find  the 
temperature  drop  of  water 
flomng  through  a  snell 
automotive  t3;^e  heater  core 
with  air  blowing  through  it. 


a.     Principles  of  heat  transfer 
for  air-cooled  and  liquid 
cooled  systems. 


b.     Pressure  test  on  system. 


b.    Limitations  for 
system. 


jach 


Specific  gravity  and  pour 
point  of  anti-freeze. 
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C .     Control  and  Analysis, 
DO  KNOW 


Perform  experiments  to  show  1.     Tnree  factors  of  power 

that  these  three  factors  control  output  of  internal  combustion 

power  output.  engine 

a.     B^-ake  Mean  Effective 
Pressure  B.M.E.P. 


Compare  power  output  at  a 
constant  speed  for  different 
air-fuel  ratios. 


b.  Total  displacement  of 
cylinders 

c.  Piston  speed 

How  these  three  factors  can  be 
controlled  and  altered  to  in- 
crease power  and  efficiency. 

a.    The  law  of  definite 
proportions. 


b.  Test  volumetric  efficiency  b.  How  and  why  volumetric 
versus  speed  for  a  given  efficiency  varies  with 
engine,  speed. 

c.  Displacement  -its  effect  on 
power  output, 

d.  Effect  of  stroke  on  power 
and  torque  curves. 

Compare  two  similar-sized  en- 
gines with  different  strokes. 

e.  Use  a  small  m.odel  engine 

with  variable  compression  ratio 
to  find  effect  of  compression 
ratio  on  power  output. 


Overall  efficiency  of  an 
internal  combustion  engine. 


Practical  limitations  of 
piston  &  crankshaft  engines. 
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Other  Practical  Activi ties 


1 


Discover  reasons  for 
Oil  consumption 
Overheating 

Identify  various  engine 
noises 


1. 


Trouble  shooting 

Excessive  oil  consumption 

Overheating 

Engine  noises 


Adjust  timing 
Carburetor  adjustments 
Spark  plug  servicing 
Hi  p-h  -   -speed  tuning 


2. 


Tune  up 


2. 


D. 


Applications 


The  student  must  be  able  to  relate  his  understandings  to  practical 


This  unit  is  to  provide  an  overview  of  sources  of  power  other  than 


those  that  were  studied  in  Unit  1. 

Sources  should  include  the  following: 

1,    Electric  motors^  and  three  others  from: 

2»  Turbines 

3.  Jets 

4-  Rockets 

5.  Nuclear 

6.  Steam 

As  some  of  these  systems  may  not  be  available  in  the  form  of 
equipment;  charts  and  other  visual  aids  should  be  used. 

Study  each  system  in  the  same  manner  as  outlined  in  Unit  1. 
Consider i 


A.  Concept  of  power 

B.  Principles  of  Operation; 

1.  Carburetion 

2.  Ignition 

3.  Lubrication 

4.  Cooling 

C.  Control  and  Analysis 

D.  Applications 


applications. 


UNIT  2  —  Power  Sources 


(other  than  those  listed  ujider  Unit  l) 


UNIT  3    —  Hydraulics  and  Pneumatic^ 


Course  Content 


VJhat  the  student  should: 
DO 

1,      Inspect  a  closed  hydrauJic 
system  — ■  .hydraulic  brakes, 
tractor  hydraulic  system^ 
or  lab.  simulating. 


Set  up  experiments  as  outlined 
in  manuals  to  varify  concepts 
and  principles  listed  in 
column  headed  ''"knoiA'^^ 
Select  manual. 


Use  slides  and  films. 


KNOW 

1.  Basic  principles 

a.  Pascal^ s  Law 

b.  Problems  in  area 

c.  Concept  of  pressure 

2.  Safety  precautions. 

3.  Principles  of  flow  and 
properties  of  fluids. 


4.  Symbols  and  glossary  of  terms. 

5.  Hydraulic  jacks  and  presses. 

6.  The  function  and  principles  of 
operation  of  various  hydraulic 
pumps  —  plunger^  centrifugal 
gear^  rotor ^  vane. 

7.  Basic  hydraulic  circuitry 

a.  Single  acting  cylinder 

b.  Double  acting  cylinder 

c.  Use  of  valves 

8.  Historical  development  of 
pneumatics. 

9.  Applications  of  pneumatics 

-  industrial 

-  marine 
~  mobile 

-  aerospace 


10.      Compare  pneumatic  v/ith  10,     Principles  of  pneumatic  circuits, 

hydraulic  circuits. 

List  advantages  and  dis- 
advantages of  each. 
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UNIT  3       Ilydraulj.cs  and  Pneumatics  ( c ont  M .  ) 


DO  KNOW 

11.     Introduce  fluidics,  11.  B?.sic  principle  of  fluidics. 

e.g.  See  film  or  read  article 
on  use  of  fluidics. 


UNIT  4  —  Mechanical  Transmission 

The  mechanical  technology  unit  concerns  itself  with  the  transmission 
of  power  through  a  solid  medium.    A  mechanical  system  is  a  fully  in- 
tegrated mechanism  designed  to  perform  a  specific  function-     An  analysis 
of  any  mechanical  system  reveals  that  there  are  a  number  of  basic  units 
made  up  of  a  variety  of  components.    Not  all  units  will  be  found  in  every 
system  but  all  systems  will  have  some. 

The  matrix  below  suggests  an  approach  to  analyzing  any  system. 


Unit 


Components 


Input 

Engagement 
Coupling 


Speed.  Torque J 
Directional  Change 

Power  Division 
Retarding 


Output 


Electric  motor ^  internal  combustion 
engine J  turbine,  solenoid;  spring,  etc. 

Friction  clutch,  p-  eunmtic  or  hydraulic 
clutch;,  magnetic  clutch,  etc. 

Universal  joints^  shafts ^  levers,  pins, 
gears,  belts^  etc. 

Transmission,  variable  pulleys, 
planetary  gear  system,  etc. 

Differentials,  cam  systems,  etc. 
Brakes,  etc. 

Cutting  tools,  wheels,  plungers, 

presses,  rams,  etc. 


Course  Content 


VJhat  the  student  should: 


DO  KNOW 


1.    Definition  of  "power''  and  related 
terms  "work"  and  "energy". 


C o ur s e  Content  (cont'd. ) 
JO 


mm 


,     'lo     Trace  power  flow  throue-h 

various  mechanical  devices 
i  e    lathe  automobile 
b.     Compare  output  with  input 

01  power  transmission  system 


a.  The  need  for  power  trans- 
mission. 

b,  ifechanical  advantage' 
the  rei.ationship  between 
force  and  distance  • — 
torque  and  speed < 

c.  Directional  chanpies  in 
power  transraission. 

d,  Efficienc;^"  of  power  trans- 
mi  s  si  on  minimi,  zing 
frictional  ".osses. 


3  "^^xperiment  on  linear  measurement 
of  power 

View  fi^_m  on  measurements  of 
draw-bar  ho r s epower .- 
Calcu.i.ate  horespower  developed 
when  climbing  stairs, 

4  Measiire  power  transmitted  through 
2  spu;--  ,?-ears< 

Study  automotive  standard-gear- 
shift-type transmission 
Synchromesh,     Calculate  possible 
drawbar  pull  knomng    torque  at 
rear  wheels. 


6      Calculate  power  transmdtted 
throuc':h  belts  and  pull.eys- 
View  films  on  belt  and  chain  drives 


3  Derivation  of! 

a.  Basic  formulae  used, 

b.  Concept  of  ^-Ef f eciency''! 

c     Linear  measurement  of  power, 
d.     Limitations  of  transfer  of 
power  from  vjhee'.s  to  p-round, 

4  Basic  concept  of  torque  and 
RoP.Mc  as  the  main  components 
of  power 

a„     Calculation  of  torque  and 
power  that  can  be  trans- 
mitted. 

bo     Applications  and  limita- 
tions re  gear  changes  etc. 

5.  Concept  of  changes  of  R.PoM» 
and  their  relation  to  changes 
in  torque. 

6.  Advantages  and  limitations  of 
transmission  of  power  hji 

a  belt:^ 

b„     chain  '.Irives, 
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Course  Content  (cont'd.) 
DO 

7.      Inspect  and  calculate  ratios  of  7. 
various  gear  arrangements. 
Determine  power  transmitted 
through  planetary  gears. 


8.      a.       Determine  the  character-  S. 

istics  of  a  friction  type 
clutch. 

b.        Determine  the  character- 
istics of  a  fluid  clutch. 


9.'     Examine  and  experiment  with  as  9. 
many  applications  as  possible. 


KNOW 

a.  Concepts  of  the  components 
and  operations  of  planetary 
gears. 

b.  Calculation  of  gear  ratios. 

c.  Types  of  gears  —  straight, 
spur,  helical  cut,  bevel, 
spiral  bevel,  hypoid,  worm, 
rack  and  pinion. 

d.  Arrangement  of  gears  in  gear 
sets  —  coijntershafts,  idlers, 
planetary,  differential, 
synchronized, 

a.  The  need  for  disconnecting 
power  flow. 

b.  Clutch  systems  —  dog,  sliding 
gear,  one  way,  centrifugal, 
cone,  single,  plate,  multiple 
discs. 

c.  Concept  of  the  force  normal  to 
the  surface  of  contact  and  of 
the  co-oificiont  of  friction. 

d.  Torque  limitations  of  the 
friction  clutch. 

e.  The  principles  of  wet  and  dry 
clutch  systems. 

f.  Methods  of  engagement. 

The  principles  of  mechanical  power 
transmission  through 

a.  Shafts           need  for  shaft 

supports,  bearings,  mountin^ 
blocks. 

  need  for  flexibility  in 

drive  chain  -  universal  joints, 
couplers,  flexible  shafts. 

b.  Cables  and  ropes 

c .  Cams 

d.  Rods 

e.  Air  Screws 

f .  Water  Screws 

g.  Axles 

h.  Wedges  and  Impact  Action 
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Bu] >etins  Snap-On  Tools  Limited 

Service  Bulletins  and  General  Motor  Limited 
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In s t rue t i onaT.  Help s 

Pro  iects  and  Experiments 

\  Making  of  cut-awaj.-  models  of  internal  combustion  engine  com- 

ponents (which  will  in  turn  provide  development  of  hand  skills 
in  filing,  fitting,  drilling,  grinding,  samng.and  soldering.) 

2.  Experimenting  i\rith  self-made  models  of  venturi  tubes. 

Expe'-iments  with  the  prony-brake, 

Experimentation  with  self-made  combustion  chambers  and  self- 
designed  high  voltage  ignition  systems „ 

Instruction  Sheet s 

Distribution  of  weekly  prepared  information  sheets  desip:ned  as 
semi -finished  notes ,  Such  sheets  to  reveal  the  depth  and  scope 
of  the  course  requirements. 


2  Job  sheets    instructing  students  of  methods  and  procedures  for 
disassembly  of  components    and  stressing  phases  of  major  im- 
portance 

3  Question  sheets  on  iobs  or  projects  completed. 

Assignment  sheets  for  major  weekly  assignment. 

5  A  minimum  of  ten  information  sheets  on  the  major  areas  of  the 

course  stressing,  the  principles  and  laws  involved  in  the  operation 
of  the  unit  concerned . 

In  this  course  the  information  sheets  should  deal  with- 

Measurement  of  worl^    efficiency  and  povjer. 

2  Operation  of  the  internal   combustion  engine. 

3  The  principles  of  combustion. 

4  Shop  procedure,. 

5  Princip^'^es  and  properties  of  lubrication. 
6o  Cooling  S3^stems  and  their  importance. 

?.  Carburetion. 

8.  E'.ectrical  induction. 

9.  The  princip''.es  and  laws  of  the  internal  combustion  engine. 
10,  Auxiliary  power  units  and  the  transfer  of  power. 


Demonstration  Materials 

Demonstration  materials  from  industrj"  maj  be  used  to  an  advantage 
fo":^  the  teaching  of  powe-^  mechanics  concepts      However    the  following 
automotives  components  are  easily  obtained  anH  may  be  used  as  a  starting 
set  of  demonstration  materials,. 
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?OmR  MECHANICS  20 


Introduction 

This  second  course  in  power  mechanics  develops  new  and  additional 
content  to  that  studied  in  po^er  Iicchcnics 

10. 


Unit  1..—  Power  Sources 

Select  two  systems  for  study  from  the  following  list.  Chooose 
systems  that  were  not  studied  in  Power  Mechanics  10. 

1.  4-f5troke  cycle  gas 

2.  2-stroke  cycle  gas 

3.  4-stroke  cycle  ric'sol 

4.  2-9troke  cycle  D iesel 

5.  Wankel  rotary  engine 

Study  each  system  folkowing  the  outline  given  for  Unit  1,  Poirer  Mechanics 
10  under  the  heading  belox^r: 

A.  (Review)  Concepts  of  Power 

B.  Principles  of  Operation. 

1.  Carburetion 

2.  Ignition 

3»  Lubrication 
4o  Cooling 

C.  Control  and  Analysis 

D.  Applications 

Unit_2,  —  Electric  Power 

The  program  of  instruction,  student  experimentation  and  activ- 
ities should  be  developed  aroimd  the  topics  listed  under  course  con 
tent.     The  purpose  of  examining  the  various  types  of  power  systems  is 
to  find  out  how  they  work;, where  they  are  used  and  how  they  are  adapted 
to  meet  special  demands  required  of  them  and  their  limitations.  Over- 
haul and  repair  of  the  systems  is  secondary  in  importance  to  an  under- 
standing of  their  function, care  and  operation  in  an  industrial  settings 

Introduction  -  Electrical  Power 

How  it  is  produced. 

-  Generators  (Mechanical  energy  to  Electric  energy) 

-  Fuel  Cells  (Chemical  energy  to  Electric  ener:vy^ 

-  Primary  and  Secoddary  Cells  (Chemical  energy  to  Electrical  energy) 

-  Thermocouples  (Thermal  energy  to  Electrical  energy) 

-  Solar  Cells  (Light  energy  to  Electrical  energy) 
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Where  it  is  used. 

-Industrial  plants  (Motors    electric  furnaces  lights 

cormnuni  cations . 
-Space  vehici  es  (Controls    communications,  etc. ) 
-Medicine  (Pacemakers,  pumps,  drills,  etc.) 

-Transportation  (Diesel-electric  trains  hoists  ^cranes,  etc.) 
-Fabrication    Industry  (Welding,  furnaces,  electro-plating). 


-Transmission  lines ^  underground  cable  etc.) 
'Transformers    switches^  rectifiers^  f uses ^  etc. 


-Dangers  related  to  the  use  of  electricity. 

-Necessary  precautions  in  working  around  electrical  equipment 
and  circuits. 


How  it  is  transported  and  Controlled, 


Safety. 


Course  Content 
Vtoat  the  student  should: 
DO 

1.  Become  familiar  with  all  of 
the  electrical  power  sources 
and  systems  that  use  elect- 
ricity in  the  lab. 

2.  Select  a  system  at  a  time  and 
become  familiar  wit-h  their 
operation  ,  control  ^  and  adjust- 
ment. 

3  Do  research  to  determine  the 

answers  to  the  following 
questions  with  respect  to  each 
system: 

VJhat  does  it  do? 
lAJhere  is  it  used? 
How  does  it  work? 

/+  With  the  aid  of  models  build 

an  elementary  generator  and 
identifAT"  the  major  units  and 
components , 


1.  That  there  are  a  variety  of 
systems  available  for  con- 
verting one  form  of  energy 
into    another  (electrical). 

2.  The  student  should  know  hov^  to 
operate 5  control,  and  adjust 
as  many  systems  as  time  will 
allow. 

3  The  student  should  know  what 

the  system  does?  where  it  is 
used  and  how  it  works. 


4-  The  units  and  components  that 

make  a  generator. 

-  Field  -  Armature  -  Frame 

-  Tap  (slip  ring;  brushes, 
etc. )  -  Load. 
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Course  Content  (cont'd, ) 
DO 

5  Jotermine  the  function  of 

each  unit  and  component  in 
the  system, 

6.  Determine  the  principles  of 

operation  of  generators. 


7.  Convert  the  AC  model  generator 

to  a  DC  generator  using  a 
reversing  switch  or  commutator. 

S,.  Impro^'"©  "the  DC  output  by  using 
a  multi-coil  armature  provided 
in  the  model « 

9.         Compare  a  lap  wound  and  wave 
wound  armature. 

10.  Build  shunt  series^  and  compound 
self -excited  generator-field 
generators  = 

11.  Tests  to  compare  the  different 
types  of  generators. 

12.  Determine  the  sources  of 
generator  failure. 


13     *      Do  tests  and  determine  the 
effect  of  load  current  on 
output  voltage. 

14'         Tests  to  determine  generated 
EMF-  Power  output,  power 
losses,  efficiency,  etc. 


KNOW 

5o         The  function  that  each 

component  plays  in  the  system. 

6»         That  a  current  is  generated  in 
a  wire  as  it  is  passed  through 
a  magnetic  field. 
That  the  strength  of  the  EMF 
depends  upon: 

-  speed  of  the  conductor  through 
the  field 

-  strength  of  the  magnetic  field 

-  number  of  turns  of  wire  making 
up  the  conductor. 

7.         The  difference  between  AC  &  DC 

generators  and  how  to  convert  AC 
to  DC. 

S,  How  to  improve  DC  output  by 

increasing  armature  strength. 


9.  Know  the  value  of  different 
wound  armatures. 

10.  The  way  to  build  shunt ^  series-, 
and  compour-d  self -excited 
generatoi's , 

11.  The  different  characteristics 

of  different  types  of  generators. 

12.  The  effect  of: 

-  open  field  circuits 

-  reversed  field  connections 

-  high  shunt-field  resistance 

-  insufficient  residual  mag. 

13=        Tie  effect  of  load  current 
on  output  voltage = 


14.        How  to  determine  power  output.. 
EMF.  power  losses.,  efficiency 
etc. 
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Cour'se  ^jontent  (c  ontM.  ) 

DO 

15-        Investigate  the  use  of  f ael  15, 
c^lls  as  a  source  of  electri- 
cal powers, 

16.  Determine  the  basic  units  and  l6. 
components  that  make  up  a  fuel 
cell,, 

17.  Investigate  the  use  of  various  17. 
fuels  used  in  fuel  cells. 

IS.        Determine  the  function  of  the  18. 
various  components  of  the  fuel 
cell„ 

19^        Tests  to  determine  the  output  19. 
of  a  fuel  cell. 

20.  Compare  the  fuel  cell  with  20. 
other  sources  with  respect 

to  output;  efficiency  and 
cost. 

21.  Investigate  the  operation  21. 
and  construction  of  primary 

and  secondary  chemical  cells = 

22.  Do  tests  to  determine  power  22. 
output « 

23-        Do  tests  to  determine  the  total  23- 
power  output  and  their  ability 

to  be  recharged.. 

24=        Investigate  the  operation  of  24. 
thermocouples,. 

25 «        Investigate  the  principles  of  25. 
operation  of  solar  cells. 

26.  Compare  their  use  of  a  power  26. 
source  \Ath  other  power  sources, 

27.  If  equipment  is  available  use 
these  various  power  sources  27.. 
in  a  practical  i^j  to  demonstrate 
their  use. 

28.  Solve  problems  of  a  research  2^. 
nature  as  devised  by  the  teach 3d 
and  determined  by  the  ability 

and  background  of  the  student. 


KNOW 

How  a  fuel  cell  operates.  The 
use  of  formula  will  depend 
upon  the  student  background. 

Know  the  parts  of  a  fuel  cell. 


Know  the  various  fuels  used 
and  their  relative  merits. 

Know  the  function  of  each 
component  in  the  system. 

Be  able  to  determine  the 
output  of  a  fuel  cell. 

Know  the  relative  merits  of 
the  fuel  cell  with  respect 
to  other  sources. 


Know  the  operation  and  con- 
struction of  primary  and  sec- 
ondary chemical  cells. 

Know  the  output  of  various 
cells. 

Know  the  limitations  of 
primary  and  secondarjr  cells. 

Know  how  thermocouples  op- 
erate. 

Know  the  principles  of 
operation  of  solar  cells. 

Know  the  advantages-,  dis- 
advantages .  uses    and  lim- 
itations of  solar  cells. 

Know  where  and  how  to  use 
these  power  sources  and  be 
able  to  demonstrate  their 
practical  application. 
The  student  should  be  able  to 
solve  simple  problems  of  a  re- 
search nature  related  to  the 
area.     The  problem  may  have  been 
previously  solved  by  someone  but 
yet  it  can  be  unique  to  a  par- 
ticular student. 
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Qi^^^^^^  Content^  (cont'd,  ) 
LO 

29.  Investigate  the  operation  of 
a  simple  DC  motor, 

30.  Determine  the  units  and  com- 
ponents that  make  up  the 
S3rstem„ 

31.  Determine  the  function  of  each 
unit  and  component. 

32         Assemble  a  simple  DC  motor 
from  a  model  kit 

33-        Reverse  the  direction  of 

rotation  of  a  simple  DC  motor. 

34  Perform  tests  to  determine  the 
relationship  between  torque  and 
armature  current  drawn  ^  field 
strength  and  speed  of  motor. 

35  Assemble  a  shunt  DC  motor. 

36.        Assemble  a  series  DC  motor, 

37'.        Assemble  a  compound  motor, 

3S.        Determine  the  function  and  use 
of  starters, 

39 »  Do  tests  to  determine  the 
performance  of  various  DC 
motors , 

40.        Investigate  the  u^es  of  DC 

motors  in  trains  ^  hoists  ^  cranes^ 
etc. 


41 o        Investigate  the  operation  of  a 
simple  AC  motor,, 

42         Determine  the  principles  of 
operation  in  an  AC  motor. 


KNai 

29^        Know  the  operation  of  a  DC 
motor. 

30.        Know  the  various  parts  of  a 
DC  motor. 


31.  Know  the  fLinction  of  each 
component. 

32.  Know  the  proper  relation- 
ship of  parts  and  their 
organization  into  a  system. 

33-  Know  how  to  reverse  the 
direction  of  rotation, 

34-  Know  what  effect  field 
strength  and  armature  voltage 
has  on  speed  of  rotation. 

35'        Know  the  operation  of  a  shunt 
motor. 

36,        Know  the  operation  of  a  series 
motor, 

37 »        Know  the  operation  of  a  com- 
pound motor. 

38.  Know  the  function  of  starters. 

39.  Know  the  characteristics  of 
various  DC  motors. 


40.  Know  the  effect  of  the  demands 
of  rapid  ".cceleration, 

heavy  loads-,  and  light  loads, 
and  constant  speed  upon  a 
motor.     Know  how  to  select 
the  proper  motor  for  the  job. 

41.  Know  how  an  AC  motor  operates. 

42=        Know  the  principles  of 
operation. 


DO 


KNOVr 


Assemble    if  possible,  a 
synchronous  motor,  induction 
motor     '>nd,  3.^a.,>«^cl-po].e  ]notor 


Perform  tests  on  the 
various  motors  such  as  stall, 
current  and  running;  tests. 


43.        Know  the  special  char "Leri sties 
of  each  kind  of  AC  motor. 


44-        Be  able  to  compare  the  relative 
merits  of  the  various  types  of 

AC  motors. 


Reverse  the  operation  of  45. 
these  motors. 

Determine  the  relative  46. 
m.erits  of  capacitor 
resistance  and  shaded-pole 
starters. 


Know  how  to  reverse  the 
rotation  of  various  AC  motors, 

Know  the  function  of  a 
starter  on  AC  motors  and  the 
relative  merits  of  each  kind. 


Calculate  the  R.P.M.  for 

2- pole  and  4- pole  .. 

Compare  the  e''.ectric 
motor  with  the  internal 
combustion  engine  as  a 
source  of  power.. 


47.        Know  the  effect  of  multiple 
poles  on  R.P.M. 

4S.        Know  the  relative  merits  and 
demerits  of  various  power 
systems . 


Unit  3  —  Hydraulics  and  P.neumati_c s 


E^qoeriments  to  verify  and 
reinforce  the  concepts  of 
hydraulic  circuitry  for 
the  control  and  transmission 
of  power. 

Compare  the  hardward  used 

for  hydraulics  and  pneiMatics . 


1.  Bernoulli's  theorem. 

2.  Types  of  valves. 

3.  Sealing  devices. 

4.  Accumulators. 

5.  Motors. 


6. 


Pumps . 


-20- 


Course  .Ccmt ejrfc  (cont'd,  ) 
DO 

7. 


Experiments  related  to  the  8. 
gases  o 

(a)  Balloon  inflation 

(b)  Demonstrate  water 
venturi 

(c)  Heat  fallen  can;,  seal 
and  cool 

(d)  Problems  related  to 
theories. 


KNOW 

Methods  of  flow  control. 

(a)  check  valves 

(b)  relief  valves 

(c)  pressure  reducing  valves 

(d)  metering  valves 

Laws  of  Gases 

(a)  Pascal '^s  Law 

(b)  Charle  j  *  Law 
(c;    Boyle's  Law 

(d)  Perfect  Gas  Law 

(e)  Bolton's  Law 

(f)  Avogradro's  Law 
(6.02x1023) 


DO 


Unit  U  —  Electrical  Transixiission 

KNOW 


Discuss  and  see  film. 


Experiment  with  rectifiers 

(a)  diodes 

(b)  Tungar  Tubes 

Circuit  e^qDeriments. 


(a)  Determine  wa3^s  of  trans- 
mitting electric  pov/er 

(b)  Determine  power  loss 

Experiment  with  transformer 
action 

(a)  Step  up 

(b)  Step  down. 


1.  Concepts  of  interrelation- 
ships between  mechanical 
and  electrical  power, 

2.  Interrelating  units  and 
formulae. 


3o  (a)    The  series  circuit 

end  problems  in  cal- 
culatic/DS  of  power 
(b)    Symbols  used, 

4.  Concepts  re  the  characteris- 
tics of  DC  and  AC. 

5.  Reasons  for  power  loss  in 
transmission  lines  . 


6.  Theory  of  transformer  action 

relation  of  voltage  to 
amperage. 


Course  CDntent  ( c ont  M . ) 


7. 

Study  changes  in  power  and  B. 
the  interrelating  formulae 
and  units  used.     Experiment  with 
overall  efficiency. 

9.  See  film  of  complex  machine 

e . g.  coal  shovel. 


KN01\[ 

Concepts  of  single  phase  and 
three  phase  AC. 

Concepts  of  interrelationships 
of  mechanical  (levers.'  pulleys 
etc.)  and  electrical. 


10.  Experiment  with  overall  10. 
efficiency  of  eleci^ric- 
nechanical-Glectric- 

heat  conversions o 

11.  Test  a  thermostat. 

11. 


Concepts  re  the  inter- 
relating units  and  formula 
between  mechanical, 
electrical  and  thermal  power. 

Principles  of  the  operation  of 

-  thermostats 

-  humidistats 

-  barostats 

-  hydro stats 


PQT/JER  MECHANICS  30 

Int roduc ti  on 

The  Power  Mechanics  30  course  allows  considerable  freedom  for  the 
instructor  to  provide  content  suited  to  the  individual  class.     In  the  pre- 
vious two  courses  J  most  present-day  sources  of  power  were  studied.  The 
first  two  units  of  this  course  which  deal  with  power  sources  allow  the 
students  to  make  a  study  in  greater  depth  of  not  less  than  two  of  the 
sj^stems  that  were  introduced  in  previous  courses. 

Unit  1  —  Power  Sources 
Make  a  study  in  depth  of  a  power  source  system  of  the  student *s  choice 

Unit    2  —  Power  Sources 

Make  a  studj  in  depth  of  a  power  source  system  of  the  student ^s  choice 
not  used  in  unit  one  above. 
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Unit  3  —  Power  Transmission 
Make  a  stud],^  in  depth  of  one  of  the  following  ^ 
1 ,        H3rdrauli  cs 

2  Fheomatics 

3  Electrical  Transmission 
4->  Mechanical. 

Unit  4 

Make  a  study  in  depth  of  one  other  transmission  system  listed 
in  Unit  3  above. 
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